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Date: Thu, 21 Aug 1997 18:09:30 -0400 
From: "Brian Carling" <bry@mnsinc.com> 
Subject: Re: Need Drive potentiometer = 25 K at 4 watts 


To anyone else looking for a drive pot, I think I found some for you: 
FYI - I saw some 25K 5 watt wire wound pots for sale in DIGI-KEY's 
new catalog. They are made by CTS and cost $3.50 each which is a 
phenomenally good prive I think! 

I just bought a used Western Electric pot for my Valiant. 

73 to all - Bry 
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*** 73 from Radio AF4K/G3XLQ Gaithersburg, MD USA * 


** E-mail to: bry@mnsinc.com * 
**x* See the interesting ham radio resources at: * 
** http://www.mnsinc.com/bry/ * 
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AM International #1024, TENTEN #13582. GRID FM19 

Rigs: Valiant, DX-60/HG-10, Eldico TR-75, Millen 90810 
FT-840, TM-261, Ameco TX-62, Gonset Communicator III 
HTX-202...TEN-TEN #13582, DXCC #17,763 Bicentennial WAS 


Date: Sat, 23 Aug 1997 19:42:06 -0700 (PDT) 
From: kd6poc@jps.net (Adam McLaughlin) 
Subject: HV Windings 

Dear fellow Glowbuggers, 


Does anybody out there have a suggestion for estimating the current carying 


capacity of the HV winding of a power transformer? 
Thanks and 73, 


Adam 

Adam McLaughlin KD6POC 

ORG: 7037 Kes & 7014 Kcs (DX Only) 
kd6poc@jps.net 

www. jps.net/jmclaugh 


End of glowbugs V1 #94 
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